DIGITAL TIMER 


Instruction Manual 
Manuale di Istruzione 
Anweisungshand buch 
Manuel d' instructions 
Manual de Instruzione 
Gebruiksaanwijzing 


HSES SM 


English 
Multi-function Electronic Clock-Calendar 


Features 
> Year, month, day, and week displays from 1 January 1900 up to 31 December 2099 
+ Time display 
* Temperature display from-9'Ct0 +59U(16F to 138 F) 
+ Daily alarm (two minutes duration) with Snooze function 
+ Countdown timer (23 hours 59 minutes) 
+ Birthday reminder alarm 
+ Includes eight popular international musical tunes 
+ LAEV | buttons to facilitate selection operation 
+ Low 3- Volt electrical consumption; low power consumption 
Modes of Operation 
Function of Buttons 
A toual of 5 buttons5).8) (SETH AVI, 
Function Descriptions 
1, [©] button 
Used to select the following functions cyclically: Time Setting —Alarm- Birthday 
—Reminder-»Countdowm Timer-Normal Mode 
2. 18] button 
‘Alam will beep fortwo minutes at the set time when alarm is on, press{ & | button 
to stop beeping 
3. [SET] button 
(1 In SET Mode, use the [SET] button to change selected entry (i.e. hour minute, 
Year and month). 
@) in Normal Mode.press the [SET] butto 1o switch between U and” F temperature 


readings. 
(3) Press the | © ] bution to select the timer countdown mode; press the [SET] button 
to begin timer countdown. 
4. (A lbutton 
(1) In SET mode press{ A] to increase the value of the current setting. 
(2) In Normal Mode, press I À ] to tum Snooze on or of. 
5. [V button 
(1) In SET mode press [V ] to decrease the value of the current setting, 
(2) In Normal Mode,press { \V | to tum music on or off. 


Description of Operations 
Time Setting 
Press the [© [button to set Time. The hour display will begin tflash Press thef SET] | 
button to select minute, year, month, or day. Use the [A lor | V] button to adjust 
current settings. 
Alarm Setting 
Foce tenn tat en ol pi ele ihn: ) 
to flash. Press the{SETTbution again to change the minute setting Use the | Aor [ Y | 
button to change current settings. After the changes are complete,pressthe| SE burton 
to tum alarm function on or off. When Alarm function is on, a” ,” (bell) will be 
displayed on the LCD screen. 
Birthday Reminder Setting 
Press the [©] key to set the Birthday Reminder Alarm Press the[SET]button,the hour 
display will begin to flash. Press the [ SET] button again to select the minute, year , 
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‘changes are complete, press to tum the Birthday Ren on 
oroff. When the Birthday Reminder Alarm is tumed on. a “ ” (candle)will be 
displayed on the LCD screen. On the set date. a birthday song will be played every 3 
hours between 9:00 a.m.and 7:00 p.m. On the set time, the alarm will go on once. 
Countdown Timer: 
Press the | © | button to set the Countdown Timer. Press the [ SET ] button, the hour 
display will begin to flash. Press the [SET] button again to change the minute. Use the 
LA Jor V button to change the current sering between 00:00 10 23:59.Afier the 
changes are complete, press the| SET Jbutton to tum Countdown Timer on or off. When 
the Countdown Timer is turned ~ © " (clock) will be displayed on the LCD 
‘screen, When the alarm goes off, the “ © ” will flash. 
Musical Function 
In Normal Mode, press the { V/ [button to tum the music on or off. When the music is 
playing.a “IT” will be displayed on the LCD gereen. One of the eight popular musical 
‘tunes will be played automatically. il 
Note: A different starting tune will be played each time the | V ] button is pressed. 
Snooze Function 
In Normal Mode.pres he A button to tum Snooze on or off. When Snooze is tumed 
‘on,a “ 25 ” will be displayed on the LCD screen. When the Daily Alarm and the 
‘Snooze are both tumed on. the alarm will sound every three minutes for three times. 
Note: When screen display is hazy or musical tones are poor. may be time to replace 
the low battery. 


